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Message Text 
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PAGE 01 BOMBAY 01017 221637Z 
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ACTION NEA-10 

INFO OCT-01 ISO-00 EB-07 /018W 

052640 

PR221100Z APR76 
FM AMCONSUL BOMBAY 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 6358 
AMEMBASSY NEW DELHI 
AMCONSUL CALCUTTA 
AMCONSUL MADRAS 

UNCLAS BOMBAY 1017 

E. O. 11652: N/A 
TAGS: BTIO, IN 

SUBJ: TRADE OPPORTUNITY: CENTRAL RESEARCH STATION, 
ASSOCIATED CEMENT COMPANIES, LTD., THANE 

REE : CERP SECTION D; 10 FAM 946 

1. CENTRAL RESEARCH STATION (CRS), THE ASSOCIATED CEMENT 
COMPANIES LTD., SHASTRI MARG, THANE 400 604, MAHARASHTRA, 
(CABLE: ACCRESERCH, THANE AND TELEX: 011-2837), A R & D 
OUTFIT OF INDIA'S LARGEST CEMENT MANUEACTURER INTERESTED 
IN IMPORTING RESEARCH INSTRUMENTS WITH ACCESSORIES, 
SPARES AND HARDWARE MENTIONED BELOW. EIRM LIKELY TO 
RECEIVE IMPORT LICENSE EOR AN APPROXIMATE VALUE OF 
$180,000. BUYER INTERESTED IN RECEIVING QUOTATIONS ASAP. 
THOUGH DEADLINE FOR RECEIPT OP QUOTATIONS IS APRIL 29, 

CRS IS WILLING TO RECEIVE CABLE OR TELEX QUOTATIONS BY 
MAY 10. 

2. INSTRUMENTS REQUIRED ARE: 

1 MERCURY POROSIMETER 60,000 PSI 

1 MOISTURE ANALYZER 0.1 TO 25,000 PPM, EQUIVALENT TO 
"DU PONT" MODEL 510 

1 AQUASTEST 1 1 AUTOMATIC "KARL FISCHER" TITRATOR UNIT 

1 TYLAN-ON GAS BLENDER 
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1 A.C. GALVANONOMETER 
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1 DIFFERENTIAL POTENTIOMETER 

2 PRESSURE LIMITING VALVES, MODEL PLV-5460 STYLE M WITH 
PRESSURE SNUBBER P/N 25 SG 

75 HIGH PRESSURE TUBE EITTINGS "SWAGECLOCK" TYPE, 

STAINLESS STEEL, WORKING PRESSURE 4,000 PSI 

9 HIGH PRESSURE VALVES "NUPRO " AND "WHITEY" TYPE, 

PRESSURE RATING 3,000 PSI, MATERIAL SS 316 

18 STAINLESS STEEL QUICK CONNECT TUBE EITTINGS, "SWAGLOK" 

TYPE, PRESSURE RATING 3,000 PSI 

12 GLASS TO METAL TRANSITION (JOINTS) CAJON TYPE, HIGH 
PRESSURE 

4 LINE METERING VALVE WITH MICROMETER HANDLE SS3I6 
I PORTABLE SAMPLING PUMP, TYPE 7574-15 

I MICROMETER CAPILLARY VALVE WITH TEELON "O" RING TYPE 3235 
I PRECISION LIQUID METERING PUMP, MODEL 312 TO 500 ML. 

TAPER HOUR 

I PRECISION GAS METERING PUMP, MODEL RP-IA/CS 
I UNIT MICRO- JET MILL, MODEL MJ-8-SRO CONSTRUCTED IN 3I6SS, 

WITH AERODYNAMIC AI J .Y DESIGNED GRINDING NOZZLES, RUBBER 
LINERS, REMOVABLE VENTURI FEED ASSEMBLY, MATERIAL INTAKE 
HOPPER, SUPPORT STAND AND NECESSARY PIPING AND GUAGES. 

I BICKLEY ULTRA HIGH TEMP. LABORATORY FURNACE, MAXIMUM 
TEMP. 4,000 DEGREE F USING GAS/AIR AND OXYGEN/GAS BERING 
SYSTEM MODEL BL-3-40 WITH ELOW METER CONTROL PANEL, 2 PRESSURE 
GUAGES AND 2 ELOW METERS 

I X-RAY RECORDER HIGH SENSITIVE 100 UV/250 MM 

1 PERKIN-ELMER 577 LINEAR WAVE NUMBER GRATING SPECTRO- 
PHOTOMETER, AN AUTOMATIC DOUBLE BEAM, OPTICAL NULL INFRARED 
INSTRUMENT SCANNING FROM 4,000-200 CM- 1, COMPLETE WITH 
SOURCE, PHOTOMETER OPTICS, MONOCHROMETER EMPLOYING TWO 
DIEFERENT GRATINGS, THERMO-COUPLE DETECTOR, AMPLIEIER AND 
ELOW CHART RECORDING SYSTEM. "SHAW" 4 WAY INDICATING 
HYDROMETER IN A FREE. STANDING CABINET, RANGE -80 DEGREE TO 20 
DEGREE DEW POINT AND 0-100 ARBITRARY HAVING A 12 CM. 

SCALE. 

2 METERING PUMPS EOR LIQUIDS, " PYGME" TYPE I GPH TO 20 
GPH WITH I/I6 H.P. 3 PHASE TOTALLY ENCLOSED MOTOR 

1. DISC INTEGRATOR TYPE 200/235A 

PALI .A 20 U VIBRATING MILL EOR PRODUCING IRON EREE 
CALCINED ALUMINA, 100 MICRONS CONTAINING 40 PERCENT BELOW 
UNCLASSIFIED 
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10 MICRONS AND 25 PERCENT BEEOW MICRONS CAPACITY 55 KG/HOUR 
WITH ONE SET CYLINDRICAL HEAVY AEUMINUM OXIDE GRINDING 
MEDIA WEIGHING APPROXIMATELY 50 KGS. 

I HIGH PRESSURE CATALYST TESTING UNIT, 150 BARS 550 DEGREE 
C, CAPABLE OE HANDLING LIQUIDS AND GASES WITH THERMAL 
ELOWMETER 

I X-RAY DIEFRACTION TUBE SHORTANODE, COPPER TARGET 
I "FRITSCH" PULVERISETTE 4 MICRO SAMPLE MORTAR AND PESTLE 
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OF MONOCRYSTALLINE SYNTHETIC CORUNDRUM WITH BOWL OE 5 ML. 
CAPACITY, EJECTOR AND RUBBER BASE EOR EIRM SUPPORT. 

I SET "ERITSCH" PULVERISETTE 5 LAB. PLANETARY BALL MILL 
CAPACITY 3 X 300 CM3 FOR SWIFT BATCH GRINDING TO COLLOIDAL 
FINENESS AND HOMOGENISING OE CALCINED ALUMINA AND OTHER 
ABRASIVE MATERIALS. 

3. ACTION REQUESTED: PLEASE DISSEMINATE THIS PROSPZVTIVE 
BUSINESS LEAD AMONG APPROPRIATE AMERICAN FIRMS. INTERESTED 
PARTIES SHOULD IMMEDIATELY CONTACT PURCHASE DIV. BY TELEX 
OR CABLE. INITIAL CONTACT SHOULD BE EOLLOWED BY QUOTATION, 
IN TRIPLICATE, INDICATING SEPARATELY CHARGES FOR EXPORT 
PACKING, INLAND EREIGHT, INSURANCE, OCEAN/AIR FREIGHT, 

LOCAL AGENT'S NAME AND COMMISSION PAYABLE TO HIM, AND 
TECHNICAL LITERATURE ON EQUIPMENT. DETAILED SPECIFICATIONS 
OF PRODUCTS BEING AIRPOUCHED. 

COURTNEY 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BOMBAY01017 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 53-0064 
From: BOMBAY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760435/aaaabdpd.tel 

Line Count: 132 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 AUG 2004 by schaefaj>; APPROVED <1 1 JAN 2005 by ellisoob> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRADE OPPORTUNITY: CENTRAL RESEARCH STATION, ASSOCIATED CEMENT COMPANIES, LTD., THANE 
TAGS: BTIO, IN 
To: COM 
Type: TE 
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